WVo ( tm. Vocal Interface Division Federal Screw Works 
4340 Campus Drive, Suite 212 


Newport Beach, California 92660 
(714) 557-9181 


July 15, 1975 


Mr. Bruce K. Ray 
Polymorphic Computer Systems 
P. O. Box 3581 

Boulder, Colorado 80303 


Dear Mr. Ray: 


We are pleased to quote the following VOTRAX equipment: 


Unit 
Qty. Part Number Description Price 
1 5-2219-232-03 Basic RS-232C, VS-5 $1,150. 
1 5-0301-301-03 Computer Rack Mount, 
Horizontal $ 40. 


Prices quoted are F,O.B. Troy, Michigan. Terms are Net 10th and 
25th. Prices remain in effect for a period of sixty (60) days from the 
date of this quotation. Also enclosed you will find interfacing documen- 
tation which describes the above quoted systems, 

If I can be of further service, please do not hesitate to contact me. 


Sincerely, 


VOCAL INTERFACE DIVISION 


John H. McDaniel 
Regional Sales Manager 


JHM:ej 

Einc. 

cc: Mr. Max D. Bishop 
Sales Manager 


GENERAL OFFICES: Troy, Michigan 48084 


